Jet Propulsion Laboratory 
California Institute of Technology 

4300 Oak Grove Olive 
Pasadena. California 91109 

(818) 354-4321 


JPL 


July 25, 1984 ' 

i 

Mr. Ed Martelle 

High Technology Reporter 

KXAS-TV Fort V7orth/Dallas 

P.C Box 1780 J 

Fort Worth, TX 76101 


Dear Mr. Martelle: 


Your letter to Frank Colella regarding possible image 
processing and evaluation of the Mary Moorman photo of 
the assassination of John F. Kennedy has been forwarded to 
me . 


Bob Selzer told me this week that he has not yet received a 
copy of the photograph for preliminary evaluation, and that 
he will be contacting you regarding the photo. If he doesn't 
shortly, I urge you to contact him ((818) 354-5754) in order 
to expedite any work JPL might perform on the image. 



Should Selzer find that further processing or analysis of the 
photo at JPL would be of use, we will be eager to help in the 
project in any way we can. 


Sincerely 



Mary Beth Murrill 

Senior Public Information Representative 


Jet Propulsion Laboratory 
California Institute of Technology 
4SC0 Oak Grove Drive 
Pasadena. California 91109 


JPL 


Mary Beth Murrill 

Senior Representative 
Office of Public informat, on 

(818)354-5011. 
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